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FM AMEMBASSY NICOSIA 
TO SECSTATE WASHDC IMMEDIATE 0929 

UNCLAS NICOSIA 0234 

E.O. 11652: NA 
TAGS: CYASECAFSP 

SUBJ: DAMAGE REPORT - DEMONSTRATION OF JANUARY 18 

INITIAL ASSESSMENT OF DAMAGE SUSTAINED AS RESULT OF 
DEMONSTRATION IS AS FOLLOWS: 

1. CHANCERY BUILDING: 

A. HEALTH UNIT: 

5 OUT OF 7 ROOMS GUTTED BY FIRE 

1 OUT OF 7 ROOMS BADLY BURNED 

1 OUT OF 7 ROOMS RAMSACKED - EURNITURE AND EQUIPMENT DESTROYED 

B. ECONOMIC/COMMERCIAL SECTION 

3 OUT OF 4 OFFICES RAMSACKED - EURNITURE AND OFFICE EQUIPMENT 
DESTROYED 

C. ADMINISTRATIVE SECTION 

UNCLASSIFIED 

UNCLASSIFIED 
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1 OUT OF 10 OFFICES DAMAGED BY FIRE 
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D. OTHER DAMAGE TO BUILDING LIMITED TO BROKEN WINDOWS 
AND SHUTTERS. ALL OFFICES OTHER THAN THOSE MENTIONED ABOVE 
INTACT. 

2. VEHICLES: 

A. OFEICIAL 

TWO SEDANS AND ONE CARRYALL DESTROYED 

B. PRIVATE 

THREE BURNED AND COMPLETELY DESTROYED 

ONE DAMAGED - BROKEN WINDSHIELD AND DAMAGED GAS TANK. 

CAN BE REPAIRED. 

C. ALL OTHER VEHICLES INTACT. 

3. THIS IS A PRELIMINARY REPORT. 

BROWN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975NICOS100234 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750020-0649 
From: NICOSIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 40/aaaabixd. tel 

Line Count: 83 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MoreflRFI 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 APR 2003 by RuthemTJ>; APPROVED <25 Nov 2003 by MorefiRH> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DAMAGE REPORT - DEMONSTRATION OF JANUARY 18 INITIAL ASSESSMENT OF DAMAGE SUSTAINED AS RESULT OF 
TAGS: ASEC, AFSP, CY 
To: STATE 
Type: TE 
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